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INFO OCT-01 ISO-OO AID-05 CEA-01 CIAE-00 COME-OO EB-07 

FRB-01 INR-07 NSAE-00 CIEP-02 SP-02 STR-04 TRSE-00 

LAB-04 SIL-01 SAM-01 OMB-01 L-03 OES-05 /057 W 

088838 

R 061641Z FEB 76 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 6294 
INFO USMISSION EC BRUSSELS 
AMEMBASSY BRUSSELS 
AMEMBASSY COPENHAGEN 
AMEMBASSY DUBLIN 
AMEMBASSY LONDON 
AMEMBASSY LUXEMBOURG 
AMEMBASSY PARIS 
AMEMBASSY THE HAGUE 
AMEMBASSY ROME 

UNCLAS BONN 02089 

E.O. 11652: N/A 

TAGS: BEXP, ETRD, EEC, GW 

SUBJECT: EEC MEASURE AFFECTING U.S. ORIGIN INSTRUMENTS 
AND APPARATUS FOR SCIENTIFIC/EDUCATIONAL 
PURPOSES 

REF: BRUSSELS 425, COPENHAGEN 406 

L. EMBASSY HAS SO FAR RECEIVED ONE COMPLAINT FROM 
IMPORTERS OF SCIENTIFIC EQUIPMENT CONCERNINQ 
IMPLEMENTATIONS FRG OF EC REGULATION L798/75. 

FORMER FRG REGULATION REQUIRED ONLY A STATEMENT THAT 
MATERIAL OF AN EQUIVALENT SCIENTIFIC VALUE WAS NOT 
PRODUCED IN THE FEDERAL REPUBLIC. THE COMPLAINT WE 
RECEIVED CHARGES THAT NEW REQUIREMENT IS NOT COMPATIBLE 
WITH PROVISIONS OF FLORENCE CONVENTION SINCE THIS 
CONVENTION WAS RATIFIED ON A NATIONAL BASIS AND THUS 
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IMPORTS OF SCIENTIFIC MATERIALS ONLY WHEN EQUIVALENT 
MATERIALS ARE BRODUCED WITHIN THEIR BORDERS. 

2. WE HAVE RAISED THIS ISSUE INFORMALLY WITH FOREIGN 
OFFICE. AND HAVE DRAWN ATTENTION TO POSSIBILITY THAT 
FRG IMPLEMENTATION OF NEW EC REGULATION MAY BE 
INCOMPATIBLE WITH FLORENCE CONVENTION. FOREIGN OFFICE 
AGREED TO REVIEW THE COMPLAINT AND TO GIVE US A 
PRELIMINARY REPLY BY FEBRUARY LI. 

CASH 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: LABORATORY EQUIPMENT, DUTY FREE ENTRY, IMPORT CONTROLS, CERTIFICATES OF ORIGIN, TRADE COMPLAINTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 06 FEB 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BONN02089 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760047-0084 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760276/aaaacomh.tel 

Line Count: 71 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 76 BRUSSELS 425, 76 COPENHAGEN 406 

Review Action: RELEASED, APPROVED 

Review Authority: MartinML 

Review Comment: n/a 

Review Content Flags: 

Review Date: 03 AUG 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 AUG 2004 by BrownAM>; APPROVED <10 NOV 2004 by MartinML> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EEC MEASURE AFFECTING U.S. ORIGIN INSTRUMENTS AND APPARATUS FOR SCIENTIFIC/EDUCATIONAL 
TAGS: BEXP, ETRD, GE, US, EEC 
To: STATE 
Type: TE 
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